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ITEM 


le 


13 


14 


RT i vats 


mac 
baa 
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MP 


NUMBER 


MP- 66501 


MP-10641r 


MP-10922” 


MP-10308° 


nl geeks 

MP-67502~ 
MP-10161° 
MP-10181 


MP-10071° 


pha? ee 
MP -63003° 
MP -30001/ 


MP-30002- 


MP -30003” 


MP-30004" 


MP-30005" 
MP- 
MP -30007 


MP-30008 


P-10050~> 


30006" 


FLY-AWAY KIT LIST FOR SYSTEM NO. 1 


UNIT 

NOMENCLATURE pyyg k 
Ammeter, 200 Micro Amp., $ 15.00 
ROLLER SMITH 25 
Amplifier, Information 565.00 
Antenna Assy., S-Band, Complete 374, 25 
Antenna Assy., X-Band, Complete 374. 25 
AMswaater Power Sob microwave Assor. masts 
Attenuator, Coaxial, POLYTECHNIC 
R and D, PRD1157-S1 190. 00 
Blower and Motor, AIR MARINE B10B-40 75.00 
Brushes, Capstan Motor 25 
Buen ings Beet . 3.45 
Cable, Cossaat, Connector Assy. 1.50 
Capacitor, 15 MFD, 75 V, 
FANSTEEL PPI5B75Al 4. 40 
Capacitor, | MFD, 150 V, 
GENERAL ELECTRIC, Tantalytic 29F469 2. 40 
Capacitor, 4 MFD, 150 V, 
GENERAL ELECTRIC, Tantalytic 29F447 3.88 
Capacitor, 100 MFD, 50 V, 
GENERAL ELECTRIC, Tantalytic 29F410 11.73 
Capacitor, 2 MFD, 100 V, MALLORY TAP 1. 80 
Capacitor, 6 MFD, 40 V, MALLORY 1.80 
Capacitor, 20 MFD, 10 V, MALLORY 1. 80 
Capacitor, 25 MFD, 180 V, MALLORY 
Type XTH-25 19. 44 
Capstan Assy., oe 88.90 

ne Sei 

NO CHA 

ee gf femme. 

CLASS, Giant  T: 

eleaset A Rr 


NO. OF 
UNITS 


1 


8 


AMOUNT™ 


15.00 


2, 260. 00 
748, 


748. 


190. 
yao 
25. 


26. 


26. 40 


15.52 


92 


77.76 


355. 60 


OFA /F/, 77% 


o 
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MP UNIT NO, OF 
ITEM NUMBER NOMENCLATURE COST UNITS AMOUNT 
19 MP-10001° Circuit Board, BeeY, » Recorder, 
System 1 . $ 340.00 3 $1,020.00 
20 MP- 10129° Commutator and Resistor Block, Assy. 17.30 2 34. 60 
ip + thowws Cor) Ady usbine pier ayy t 
21 MP-10107: Connector, Coaxial Assy. 85 2 1.70 
22 MP-10081. Connector, Printed Circuit, 
CANNON DX-2842-100 6.50 a 19.50 
23 MP-10070° Cover, Recorder, Bottom 40.00 l 40.00 
24 MP-10069. Cover, Recorder, Top 40,00 l 40,00 
25 MP-65501- Crystal, 1 KC, HILL ELECTRONICS 
8J20SS 70.00 2 140. 00 
26 MP-64001 Delay Line, GUDEMAN G-101 10. 00 2 20. 00 
27 MP-55001- Diode, Crystal, MICROWAVE 
ASSOCIATES IN32R- 15.00 10 150. 00 
WP-srooe  Prode Crystal frdrowiave Aisecen tre INST. | 10 
28 MP-55002: Diode, Crystal, MICROWAVE 
ASSOCIATES MA408 6,00 10 60.00 
29 MP-55003- Diode, Crystal, TEXAS INST. CO. 601C 3.85 10 38, 50 
A= io relber line, Spragne, Se Go1a gy od 
20 MP-57001- Fuses, 250 MA, 3AG, FUSETRON AGX .05 30 1.50 
31 MP-10087: Head, Cover, Complete Assy. 510,00 3 1, 530.00 
32 MP-10159- Hood and Clamp, Assy., 
WINCHESTER M4H14 ~77 2 1.54 
33 MP-10160:° Hood and Clamp, Assy,., 
WINCHESTER M5H16 .53 2 1.06 
“34 MP-40012* Inductor, HYCOR 50 MH, EM14P 6,22 2 12. 44 
merteet 3-7 [nducler Hyco® SOM EMI - 
35 MP-40004 Inductor, HYCOR 104MH, EM14P 5,49 2 10.98 
36 MP-10180~ Jack, Coaxial, MICRODOT 3116 , 88 5 4.40 
37 MP-45004~ Klystron, SPERRY 2K39 171,00 1 171.00 
38 MP-45005~ Klystron, SPERRY 2K4l 198.25 1 198, 25 


a Bee 
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MP UNIT NO. OF 
ITEM NUMBER NOMENCLATURE COST UNITS AMOUNT 
39 MP-10179* Latch, Spring, Jam Roller, Assy.  §$ 3.06 4 $ 12,24 
40 MP-10041' Loop Arm, Supply Reel, Complete Assy. 201.13 3 603. 39 
41 MP-10046! Loop Arm, Take Up Reel, Complete Assy, 201,13 2 402. 26 
fhe GGserr  Meber {4 i 
MP-10106: Motor, Capstan Drive, with 
Electric Filter 58, 88 3 176. 64 
43 MP-10174 Motor, Capstan, with Electric Filter, 
Mech. Filter, and Bracket 186. 15 4 744, 60 
44 MP-10184: Motor, Supply Reel, and Gear Box Assy, 257.00 3 771.00 
45 MP-10168" Motor, Take Up Reel, and 
Gear Box Assy. 257.00 3 771.00 
46 MP-10152~ Mount, Crystal, WAVELINE, INC. 616C 48.00 2 96.00 
47 MP-10151” Mount, Crystal, WAVELINE, INC. 920 40,00 2 80.00 
48 MP-62001: Plug, WINCHESTER HM4PLR . 70 6 4.20 
nye. L200, ae Plue Win thes tee om ie 3 LS e 
2 bors S Muldey keep Aries 
* 49 MP- 10406+ Power Supply, D.C, Vibrator 230.00 4 920.00 
dyics erroe& Keewpi dere he pepe 2 
50 MP- 61003" Receptacle, 7 Pin, MRE7S-G 94 6 5, 64 
51 MP-61001' Receptacle, WINCHESTER M4SLS: 1.08 6 6, 48 
52 MP-61002° Receptacle, WINCHESTER M7SLS 1.19 6 7.14 
53 MP-10737 Recorder, Complete Assy. 3, 250. 00 1 3, 250.00 
tye as eeor | Ceekéfrer péders! (ooH SHY! a 
54 MP-55004-. Rectifier, Power, TRANSITRON IN335 15.00 6 90.00 
55 MP-10012 Reel, Retainer, Assy, 3.30 24 79.20 
56 MP-68001. Relay, Time Delay, G.V. CONTROLS, 
INC. RM-60 9,47 1 9.47 
57 MP-20002* Resistor, 6.8 K Ohm, 3 W, SPRAGUE 33 6 1.98 
58 MP-20003" Resistor, 30 Ohm, 3 W 80 2 1. 60 
59 MP-20001” Resistor, 43 Ohm, 3 W, SPRAGUE 36 6 2.16 
60 MP-20035* Resistor, Wire Wound, 1.5 K Ohm, 1% 
2. 68 


UNIT 


* Not included in cost 


: Approved For Releawé 1999/09/08 : CIA-RDP81B008%3R000200080015-1 


MP 


NUMBER 


MP-20036° 


py Pr toate 


MP-10015- 


MP- 10163» 
MP-10083: 


MP-10193: 


MP- 10013” 


MP-10113" 


MP-10101" 
MP-10096" 


MP-10157 


MP-10158~ 


MP-10155~" 


MP-10056~ 


MP-10189: 
MP-10045+ 
hye fowia’ 


MP-10130: 


MP-10145~ 


MP-10035' 
MP-10034° 


MP-56001: 
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UNIT 
NOMENCLATURE COST 
Resistor, Wire Wound, 3.3 K Ohm, 1% $ 1,34 
HYCOR _, 
ketg ner, ree! 
Ring Gear and Reel, Assy. 18. 75 
Ring, Retaining, Capstan Shaft 02 
Rod, Transition Angle, Subassembly 6.15 
Roller, Jam, Complete Assembly 21. 63 
Roller, Tape Guide, Assy. 9.27 
Roller, Tape Guide, Loop Arm 3.00 
Roller, Tape Guide, Transition 3.62 
Roller, Tape Guide, Upper Transition 3. 62 
Shield, Tube, IERC T3-321 - 55 
Shield, Tube, IERC T3-322-FP . . 80 
Spring, Capstan Motor, Support Bracket 10.00 
Spring, Jam Roller 3.25 
Spring, Mech. Filter, Capstan Motor 1,00 
Spring, Reel Drive, Loading 1,50 
Speine reel, crear asgecadey 
Support, Reel, Complete Assy. 7.20 
Tape, Magnetic, 6500 Ft. Reels, 
-0005 Mylar (operating supply), Audiotape 47.71 
Tape Guide, Input, Subassembly 8.75 
Tape Guide, Exist, Subassembly 8.75 
Thermistor, CALIFORNIA ELECTRONICS 
27D1 7,35 


ee. Ses 


NQ. OF 


UNITS 


2 


AMOUNT 


$ 2. 68 


112.50 


.50 


ITEM 


ao 


96 


97 


98 


99 
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MP 


NUMBER 


MP-58002. 


MP-58003- 


me shoo 
MP-50001 


MP-50002 


MP-10016+ 


MP-45008~ 


my d X03 ~ 


Mb. soot 


Hye yee }r 


MP-45002~ 


MP-65001- 
MP-10197* 
yp. ige EV 


MP-10249~ 


nppelovd a . 


MP-10250-" 


MP- 30026 


MP - 30060 


MP-30051 


MP- 30040 


MP-30052 


MP-30036 


MP-30079 
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UNIT 
NOMENCLATURE COST 
Transformer, Vibrator, 
MAG. ELECT. TP1124 $ 35.00 
Transformer, Pulse, ! 
MAG, ELECT. TV1125A . 35,00 
fraat ferme, Tesat inst Ce, 191? 
Transistor, TEXAS INST. CO. 903 11.25 
Transistor, TEXAS INST. CO. 951 22.50 
Transition Assembly, Complete 28. 65 
ae 5R4 WGA . ak) 7,25 
Tape Cath ade Rav, iabermare OKA! 
ube. Geog Al Eléebric of3s 

ubminiature, CKOLI2 9, 40 
rabe Barecel Electrie le 
Tube, Subminiature, CK6152 5.50 
Vibrator, Airpax A-500-24 31,00 
Washer, Capstan Shaft, Keyed 5.00 
Aldabei } Gal. 
Adapter, Angles Series N UG-27B/U 
ce 98) 2.27 
Bevel episygel 
Cap, Safety Grip and Plate SPP-3 24 
Capacitor, 20 MMF, Silvermica, 
Arco - CM-15-C-200-J . 16 
Capacitor, 30 MMF, Silvermica, 
Arco - CM-15-E-300-J 24 
Capacitor, 250 MMF, Silvermica, 
Arco - GM-15-E-251-J . 20 
Capacitor, 300 MMF, 500 V, Silvermica, 
Arco - DM-15-E-301-J 45 
Capacitor, 470 MMF, Silvermica, 
Arco - CM-15-E-471-J a 31 
Capacitor, 500 MMF, 500 V, Silvermica, 
Arco - DM-15-E-501-J . 60 
Capacitor, 6.25 MFD, EMC, Fixed 300 V, 
+ 50 - 20%, 290025 1.00 


NO. OF 


UNITS 


oO tow 


6 


$ 


AMOUNT. 


105.00 


105. 00 
67.50 
135.00 
114, 60 
36.25 
188. 00 

198.00 
186. 00 


40.00 


13, 62 


1.20 
. 80 


1.20 


6.00 


ITEM 


100 


101 


102 


106 


107 


110 


111 


112 


113 


114 


115 
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MP 


NUMBER 


MP-30035 


MP-30070 


MP-30045 


MP-30017 


MP -30068 


MP-30028 


MP-30059 


MP- 30043 


MP-30073 


MP-30021 


MP-30061 


MP-30058 


MP-30010 


MP-30032 


MP-30077 


MP-30037 


NOMENCLATURE 


Capacitor, 1000 MMF, Silvermica, 
Arco - CM-20-102 


Capacitor, 1000 MMF, 500 V, 
Silvermica, Arco - DM-19-102-J 


Capacitor, 1000 MMF, Tubular, 
Centralab D6-102 


Capacitor, 1500 MMF 5%, Silvermica, 
ElMenco 

Capacitor, 2000 MMF, Silvermica, 
Arco CM-2 


Capacitor, 6200 MMF 1%, Silvermica, 


ElMenco CM-30-602-J 


Capacitor, .001 MFD, 400 V, 
Hopkins, 1K4102K 


Capacitor, .001 MFD, 500 V, 
Silvermica, Arco CM-25-102 


5%, 
Capacitor, 40/40 MFD, EMC, 
+ 50 - 20%, 290042 


Capacitor, .002 MFD, 600 V, 
Disc:Ceramic, Erie 801 


Capacitor, .002 MFD, 400 V, 
Hopkins 1K4223K 


Capacitor, .0022 MFD, 400 V, 
Hopkins 1K4222K 


Capacitor, .002 MFD, 500 V 5%, 
Silvermica, Arco CM-25-202 


Capacitor, .003 MFD, 500 V 5%, 
Silvermica, Arco CM-30-302 


Capacitor, 150 MFD, EMC, Fixed 250 V, 


+50 - 20%, 290048 


Capacitor, . 0062 MFD, 500 V 5%, 
Silvermica, Arco CM-30-622 


UNIT 


Fixed 450 V, 


COST 


+35 
- 50 
. 20 
- 49 


57 


266 


. 10 
72 


. 86 


1.90 
1,00 


2. 40 


NO. OF 


UNITS AMOUNT 


10 
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1.75 


2.50 


2,00 


2.45 


5, 50 


6.00 


- 50 


3. 60 


12,00 


117 


118 


122 


123 


124 


127 - 


128 


129 


130 


131 


; Approved For Releawé 1999/09/08 : CIA-RDP81B008%@R000200080015-1 


MP 


NUMBER 


MP-30050 


MP-30065 


MP-30033 


MP-30012 


MP-30019 


MP-30075 


MP-30015 


MP-30041 


MP-30023 


MP-30081 


MP- 30034 


MP-30030 


MP-30031 


MP -30067 


MP-30009 


MP-30024 
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UNIT 
NOMENCLATURE COST 
Capacitor, .0091 MFD, 500 V 5%, 
Silvermica, Arco CM-35-912 $ 3.20 
Capacitor, .0047 MFD, 100 Vv, 
Hytherm, Hopkins 1K1472K 9 
Capacitor, .01 MFD 1%, Silvermica, 
ElMenco 1.75 
Capacitor, .01 MFD, Disc Ceramic, . 
Erie 821 » 08 
Capacitor, .01 MFD, 200 V, Aerovox, 
Type P123ZNG 2,05 
Capacitor, 20/20 MFD, EMC, Fixed 450 v, 
+ 50 - 20%, 290039 1,00 
Capacitor, .01 MFD, 400 V, SPRAGUE 
Vit Q, 196P1049454 94 
Capacitor, .02 MFD, Disc Ceramic, 
Erie 817.02 . 16 
Capacitor, .022 MFD, 400 Vv, 
Hopkins 1K4223K 99 
Capacitor, 8 MFD, EMC, Fixed 450 v, 
+ 50 - 20%, 290002 1.00 
Capacitor, .047 MFD, 200 V, Aerovox, 
Type P123ZNG 2.05 
Capacitor, .10 MFD, 200 V, Aerovox, 
Type P123ZNG 2.15 
Capacitor, .1 MFD, 400 Vv, 
SPRAGUE 96P1049452 1,14 
Capacitor, .l MFD, 400 V, Hopkins 
1K4104K 1.14 
Capacitor, 1.0 MFD, 400 v, 
SPRAGUE Vit Q 196P1059454 1,92 
Capacitor, 10 MFD, 25 V, Cornell 
Dubilier BBRX10-25 . 60 


NO. OF 


UNITS AMOUNT 


5 


10 


10 


30 


5 


r 


16.00 


3.95 


17.50 


. 40 


10,25 


6.00 


9. 40 


4.80 


4.95 


6.00 


3.00 


_ ITEM 


132. 
133 


134 


146 


147 
148 
149 


150 
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MP 


NUMBER 


MP -30064 
MP-30056 
MP-30055 
MP- 30049 
MP-30014 


MP- 10240 
MP-10251 
MP-40009 


MP-40011 


MP-40010 
MP-10258 
MP-10256 
MP- 10253 


MP-57002 
MP-57003 


MP-10257 
MP-62006 
MP- 62012 


MP-10221 
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-8- 


UNIT 

NOMENCLATURE COST 
Capacitor, 15 MFD, 75 Vv, 
Tantalytic, G. E. $ 4. 40 
Capacitor, Cornell Dubilier 
CP70B1-FG156 with Bracket 1,16 
Capacitor, Gornell Dubilier CP70B1-F805K 
with Bracket CP07SC3 ~ 1,32 
Capacitor, 10/10 MFD, 450 V, 

| SPRAGUE TVI-2750 1.14 
Capacitor, 20/20 MFD, 450 V, 
SPRAGUE TVL-2755 1.53 
Carton, Selected Threaded Parts 15,00 
Carton, Wire 5.00 
Choke, 27 Micro-Henry, JEFFERS ELECT. » 40 
Coil, 101-180 Micro-Henry, 
J, W. MILLER 4314 . 1,14 
Coil, 1 Mili-Henry, J. W. MILLER 4652 . 80 
Connector, Coaxial, MICRODOT 3223 1.14 
Connector, Coaxial UG-260/U ofl 
Connector, TRU-2033 1.25 
Fuse, 2 AMP, 3AG, SloBlo, 117 V, 
159023 05 
Fuse, 1 Amp, 125 V, 3AG, SloBlo, 

“ST3001 05 
Light, Pilot, Assy. (Built-in resistor) -98 
Plug, 21 Pin, WINCHESTER MREZ21P-G 1.76 
Plug, Banana - insulated 38 
Post, Fuse Extractor 1.06 


NO. OF 
UNITS 


25 


25 


3.96 


152 
153 
154 
“ss 
156 


157 


161 
162 


163 
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MP 
NUMBER 


MP -20024 


MP-20032 . 


MP-20052 


MP- 20037 


MP-20163 


MP-20381 


‘MP-20192 


MP-20181 


MP-20122 


MP- 20112 


MP-20174 


MP -20334 


MP-20119 
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NOMENCLATURE 


Potentiometer, 4301-1000 


Clarostat 


Potentiometer, 
Ohmite 


Potentiometer, 
Ohmite 


Poténtiometer, 
Ohmite 


Resistor, 10 ohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 20 ohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 100 ohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 180 ohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 270 ohm, 1/2 W 5% Jan, 


ALLEN BRADLEY or eq. 


Resistor, 390 ohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 510 ohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 560 ohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 1500 ohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


a 


10 K Type CLU 1031, 
25 K Type CLU 2531, 


100 K Type CLU 1041, 


UNIT 


COST 


2,29 


2.04 


. 08 
.06 
. 43 
06 
.06 
.06 
. 08 
.06 


. 06 


NO, OF 
UNITS 


10 


AMOUNT 


$ 11.45 


10. 20 


9.00 


11.50 


. 40 


. 30 


. 30 


. 30 


. 30 


. 40 


. 30 


. 30 


- 166 


167 


171 


172 


176 © 


177 


178 


179. 


MP Approved For Relagée 1999/09/08 : CIA-RDP81BO00@#8R000 2000 
NUMBER 


MP-20102 


MP-20104 


MP-20249 


MP-20123 


MP- 20138 


MP- 20271 


MP-20189 


MP-20218 


MP-20116 


MP-20254 


MP-20191 


MP-20219 


MP-20207 


- MP-20255 


MP-20169 


MP-20158 


NOMENCLATURE | 


Resistor, 1800 ohm, 1/2 W 5% Jan, 


ALLEN BRADLEY or eq. 


Resistor, 2000 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 2200 ohm, 1/2 


ALLEN BRADLEY or eq. 


Resistor, 2400 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 3000 ohm, 1/2° 


ALLEN BRADLEY or eq. 


Resistor, 3300 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 3900 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 4300 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 5100 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 6800 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 9100 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 4700 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 5600 ohm, 1/2 
ALLEN BRADLEY or eq. 


Resistor, 7500 ohm, 1/2 
ALLEN BRADLEY or eq. 


Ww 


W 


WwW 


WwW 


Ww 


W 


WwW 


W 


Ww 


Ww 


WwW 


5% Jan, 
5% Jan, 
5% Jan, 
5% Jan, 


5% J an, 


5% Jan, 


5% Jan, 


5% Jan, 


5% Jan, 


5% Jan, 


5% Jan, 


5% Jan, 


5% Jan, 


Resistor, 10 K, 1/2 W 5% Jan, 


ALLEN BRADLEY or eq. 


Resistor, 12 K, 1/2 W 5% Jan, 


ALLEN BRADLEY or eq. 


- 10 - 


COST 


. 06 
. 06 
. 06 
. 60 
. 06 
. 06 
. 06 
.06 
. 06 
. 06 
06 
.06 
.97 
. 06 
. 08 


. 08 


8801 | 


UNITS AMOUNT 


10 


10 


10 


10 


20 


10 


20 
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. 60 


. 60 


. 60 


. 30 


. 60 


. 30 


. 20 


. 30 


. 60 


. 30 


.35 


. 30 


. 60 


. 40 
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MP aes UNIT NO. OF 
UNIT NUMBER .. NOMENCLATURE “COST = UNITS AMOUNT 
180 MP-20263 Resistor, 13 K, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. g 06 5 $ .30 
181 MP-20234 Resistor, 15 K, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. .07 5 35 
182 MP-20367 Resistor, 20 K, 1/2 W 5% Jan, 
. ALLEN BRADLEY or eq. .07 5 35 
183 MP-20368 Resistor, 22 K, 1/2 W 5% Jan, | 
ALLEN BRADLEY or eq. 08 30 2. 40 
184 MP-20103 Resistor, 24K, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. . 06 5 . 30 
Ney MP-20325 Resistor, 27 K, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. .06 5 . 30 
186 MP-20357 Resistor, 33 K, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. .07 5 35 
187 MP-20180 Resistor, 36 K, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. | 06 5 . 30 
188 MP-20177 Resistor, 39 K, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 06 5 . 30 
189 MP-20379 Resistor, 47 K, 1/2 W 5% Jan, 
_ ALLEN BRADLEY or eq. 07 5 35 
190 .MP-20268 Resistor, 51 K, 1/2 W 5% Jan, : | 
= ALLEN BRADLEY or eq. .07 5 35 
191 MP- 20382 Resistor, 68 K, 1/2-W 5% Jan, ; 
ALLEN BRADLEY or eq. 06 5 . 30 
192 MP-20111 Resistor, 91 K, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 06 5 30 
193  MP-20296 Resistor, .1 Megohm, 1/2 W 5% Jan, 
. ALLEN BRADLEY or eq. 08 40 3. 20 
194. MP-20320 Resistor, .15 Megohm, 1/2 W 5% Jan, | 
ALLEN BRADLEY or eq. 08 5 40 
195  MP-20101 Resistor, .22 Megohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. . 08 30 2. 40 
2 P< 
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198 


199 


200 


201 


204 


205. 


209. 


210 


211 


212 


MP-20229- 


MP-20375 
MP-20175 
MP-20176 
MP-20298 
MP-20130 
MP-20107 
MP-20365 
MP-20321 
MP-20338. 
MP-20214 
MP-20269 
MP-20059 
MP-~20040 
MP-20027 


MP- 20079 


Resistor, .24 Megohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


“Resistor, .39 Megohm, 1/2 W 5% Jan, 
ALLEN BRADLEY ar eq. 


‘Resistor, .47 Megohm, 1/2 W 5% Jan, 


ALLEN BRADLEY ot eq. 


Resistor, .51 Megohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, .56 Megohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. ~ 


Resistor, .75 Megohm, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 10 Megohms, 1/2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 4.7 Megohms, 1/2 W 5% Jan, 


ALLEN BRADLEY or eq. 


Resistor, 1600 Ohms, 1 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 5100 Ohms, 1 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 7500 Ohms, 1 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 27 K Ohms, 1 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 75 K Ohms, 1 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 3000 Ohms, 2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 5100 Ohms, 2 W 5% Jan, 
ALLEN BRADLEY or eq. 


Resistor, 20 K Ohms, 2 W 5% Jan, 
Ohmite. a Ae, 


Resistor, 12 Ohms, 3 W SPRAGUE 
Type 151E 


2. 4s 


8 


.06 
.06 
.08 
. 08 
.06 
.06 
.06 
.06 
- 10 
.10 
tl 
. 10 
.10 
17 
.17 
-i7 


55 


. MP : UNIT NO. OF 
NUMARpROVediBormetinee tt 2929/09/08 : CIA-RDP81B008ZARRSD200080NEI AMOUNT 


-MP-20168 


5 $$  .30 


5 . 30 
5 . 40 
5 . 30 
5 . 30 
5 30 
5 . 30. 
5 50; 
5 . 50 
5 55 
5 50 
5 85 
5 85 
40 6. 80 
5 2.75 
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MP 
NUMBER 


NOMENCLATURE | 


UNIT 
COST 


NO, OF 
UNITS 


AMOUNT 


eee camera | emirate nent ar 8 A 


215 


231 


232 


MP- 20054 


MP- 20061 


MP- 20065 


MP- 20058 


MP- 20055 


MP-10252 
MP-10231 
MP-10245 
MP-10241 
MP-10260 
MP- 60008 
MP- 60007 


MP-60001 


MP-60011 


MP- 60010 


MP-60012 


MP - 60013 


MP-60014 


MP-60015 


MP-60016 
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Resistor, 7500 Ohms, 10 W, 
SPRAGUE Kooichm 


Resistor, 100 Ohms, 1%, 
Wound, Cinema 


Wire 


Resistor, 200 Ohms, 1%, Wire 


Wound, Cinema 


Resistor, 400 Ohms, 1%, Wire 


Wound, Cinema 


Resistor, 50 K Ohms, 1%, Wire Wound, 
Cinema, Type R-L1I1E 
Socket, 4 Pin, CPH 49368 


Socket, 7 Pin, Ceramic TS100C02 


Socket, Octal, TS101ICO1 


Socket, Octal, TS101C02 


Socket, 9 Pin, TS103C01 


Switch, Toggle, ST42A 
Switch, Toggle, ST42E 


Switch, Assy., Section Gl., PA~-2 and 
30° Index Section, Cl., PA301 


Switch, Standard, Cl., Sec. "J" 
Switch, Standard, Cl., Sec. PA-3 
Switch, Standard, Cl., Sec. PA-5 


Switch, Standard Index Assy., C-L, 
PA-304 


Switch, Standard Section, PA2043 
Switch, Standard Index Assy., P121 


Switch, Standard Index Assy., P300 


57 


57 


52 


°95 
52 
» 44 
» 42 
- 46 
» 43 
54 


13 


1,00 
57 
1. 80 


» 66 


T;.00 
2. 50 
203 


° 89 


15 


20 


2 


2 


2.85 


2.85 


2. 60 


4.75 
2. 60 
6. 60 
2.10 
9.20 


2.15 
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MP 


NUMBER 


MP-58006 
MP-58007 
MP-58008 
MP- 45016 
MP-45025 
MP-~-45021 
MP-45027 
MP-45031 
MP- 45036 
MP -45040 
MP- 45030 
MP- 45035 
MP-45017 
MP-45014 
MP- 45028 
MP-45034 
MP- 45029 
MP-45039 
MP-45038 
MP- 45022 
MP-45024 
MP-45037 
MP-45033 


MP-45023 
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_ UNIT 

NOMENCLATURE / COST 

Transformer, TEKTRONIX 120055 $ 30,00 
Transformer, TEKTRONIX 120058 30.00 
Transformer, TEKTRONIX 120075 30. 00 
Tube, VR-75/OA3 85 
Tube, VR-105/0C3 .83 
Tube, VR-150/OD3 | 1.27 
Tube, 6BQ7A, 154028 1,50 
Tube, 6AN8, 4078 1,50 
Tube, 6AL5, 4016 1,50 
Tube, 6AQ5, 4017 1.50 
Tube, 6AU6, 4022 * 1.50 
Tube, 6AU8, 154033 . 1.50 
Tube, 6SL7 (5691) .74 
Tube, 6Y6 . 74 
Tube, 12AU7, 4051 | 1.50 
Tube, 12B4, 4044 | 1.50 
Tube, 12ZAT7, 4039 1.50 
Tube, 5642, 4079 1.50 
Tube, 5651, 4052 1.50 
Tube, 5654 1, 82 
Tube, 5670 5.10 
Tube, 6BH6, 4026 : 1250 
Tube, 6CL6, 4031 ji 1.50 
Tube, 884 1.85 


NO. OF 
UNITS AMOUNT. 


1 


1 


1 


12 


12 


6 


2 


$ 


30. 00 


30. 00 


30. 00 


